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About This Manual 


Purpose of This Manual 

This manual is for people who will be adding a 3197 Display Station to a 
System/36 or a System/38. It provides information about: 

• Completing the pre-installation requirements for the IBM 3197 Display 
Station and a printer on the System/36 

• Connecting your IBM 3197 Display Station and a printer to a System/36 

• Configuring your 3197 Display Station and printer for the System/38. 


Organization of The Manual 

Chapter 1 describes how to connect the IBM 3197 Display Station and a printer 
to the System/36. 

Chapter 2 describes how to configure the IBM 3197 Display Station and a printer 
for the System/38. 
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Chapter 1. Connecting Your IBM 3197 Display Station and Printer 
to the System/36 


This chapter tells you how to connect your display station to the System/36. 

Your system manager should have installed your system. 

DANGER 

An improperly wired outlet can place hazardous voltages on accessible 
metal parts of this display station. The power plug on your display 
station is approved for use with this device and meets the laboratory 
or test-house standards. For your safety, the power cord plug must 
be connected to a properly wired and grounded outlet. The customer 
is responsible for the outlet wiring. 

To connect your display station, complete the following steps: 

I. Before you connect the 3197 Display Station to your System/36, ensure the 
following preparations are complete: 

• A grounded electrical outlet is installed. 

• The work station cables are uncoiled, connected to the back of the 3197 
Display Station, and placed where they can be connected to the 
computer. 

• All the cables are labeled. 

• The 3197 Model D1 or D2 Display Station is set up according to Sections 
1 and 2 of the IBM 3197 Model D Display Station Setup Instructions , 

GA18-2546; the 3197 Model Cl or C2 Display Station is set up according 
to Sections 1 and 2 of the IBM 3197 Model C Color Display Station Setup 
Instructions , GA18-2558. (The sections mentioned in the following steps 
refer to these manuals also.) 

Note: Basic setup includes attaching the display to the logic element base, 
connecting the keyboard, connecting the display station cable (Auto 
Termination Unit) to the back of the display station, and plugging 
in the power cord . 

• A unique address (0 through 6) is selected for the 3197 Display Station. 
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2. Set the keyboard ID and the character set on your 3197 Display Station. 

Directions on how to set your keyboard ID and character set can be found in 
Section 4 if you have the IBM 122/124-key Typewriter Keyboard or in 
Section 7 if you have the IBM Enhanced Keyboard in the setup instructions. 

3. Select your terminal mode. 

Directions on how to set your terminal mode can be found in Section 5 if you 
have the 122/124-key Typewriter Keyboard or in Section 8 if you have the 
Enhanced Keyboard in the setup instructions. 

Note: If you have a printer to attach to your 3197 Display Station , see Section 
9 in the setup instructions. 

4. Set the station address and/or printer address. 

Depending on the terminal mode you selected in the previous step, refer to 
the sections in the setup instructions (according to the following table) to set 
the appropriate addresses: 

Terminal Mode 


Model 

One-Display 

Two-Display 

Display-Printer 

Dl, D2 

Section 5.2 

Section 5.3 

Section 5.4 

Cl, C2 

Section 8.2 

Section 8.3 

Section 8.4 


Note: If you select Display-Printer mode, you must select both printer 
character set and device ID (see Section 5.5 for the 122 / 124-key 
Typewriter Keyboard or Section 8.5 for the Enhanced Keyboard in the 
setup instructions) in addition to the display station address and the 
printer address. 

5. Set the Power switch on your System/36 to the Off position. 

• If you are connecting a 3197 Display Station to a 5360 System Unit, 
make sure that the Circuit Breaker switch on the system unit (located 
behind the lower back panel) is down and set the Unit Emergency switch 
to the Off position. 

• If you are connecting a 3197 Display Station to a 5362 System Unit, set 
the Unit Emergency switch on the system unit to the Off position. 

• If you are connecting a 3197 Display Station to a 5364 System Unit, set 
the switches on the personal computer as well as any printer attached to 
the personal computer and all display stations and printers attached to 
the system unit to the Off position. 

6. Unplug the system power cord from the wall socket. (On the 5364 System Unit, 

also unplug the personal computer.) 
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7. Attach the cable connector to your System/36. 

8. Find the work station cable that connects to the port on your System/36 and 
attach it to the cable connector. 

9. Plug in the system power cord. 

10. Set the Power switch on your System/36 to the On position. 

• On the 5360 System Unit, also move the Circuit Breaker switch up and 
set the Unit Emergency switch to the Power Enable position. 

• On the 5362 System Unit, also set the Unit Emergency switch to the 
Power Enable position. 

• On the 5364 System Unit, also set the switches of the personal computer 
as well as any printer attached to the personal computer and all display 
stations and printers attached to the 5364 System Unit and the personal 
computer to the On position. 

11. Set the Power switch on your 3197 Display Station to the On position. 

12. Perform an initial program load (IPL). 

Directions on how to perform an IPL can be found in the manual Operating 
Your System - 5360, 5362, SC21-9452, or Operating Your System- 5364, 

SC21-9453. 

Note: Whenever you change the device address or port, the power switch of the 
3197 Display Station must he set to the On position and you must 
perform an IPL again. The system will then automatically recognize 
the device. 

13. If your 3197 Display Station is attached to a 5294 Remote Controller, 
configure: 

• Your 3197 Display Station Model DI or D2 as a 3180 Display Station 
Model 2 

• Your 3197 Display Station Model Cl or C2 as a 3179 Display Station 
Model 2 

See the manual Changing Your System Configuration , SC21-9052 for 
directions on how to configure your System/36. 

Your 3197 Display Station and the attached printer are ready to use. 
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Chapter 2. Configuring the IBM 3197 Display Station and Printer 
on the System/38 


This chapter explains how to configure your 3197 Display Station Models Cl, C2, 
Dl, and D2 on the System/38. 

When you connected your 3197 Display Station Model Cl, C2, Dl, or D2 to 
your System/38 or Control Unit, you selected one of the following modes of 
operation: 

• One-display station mode operation: Your display station has one display 
station address and has a single display station session. Refer to the 
appropriate section (later in this chapter) to configure a locally/remotely 
attached display station. 

• Two-display station mode operation: Your display station has two display 
station addresses and two display station sessions. Refer to the appropriate 
section (later in this chapter) to configure locally/remotely attached display 
stations. Complete the steps in the appropriate section twice, once for each 
session you configure. 

• Display-printer mode operation: Your display station has one display station 
session and one printer session for the printer attached to your display 
station. Refer to the appropriate sections (later in this chapter) for a 
locally/remotely attached display station and for a locally/remotely attached 
printer. 

Note: You can configure a maximum of two online sessions. You may configure 
additional sessions offline for those sessions you only plan to use 
occasionally. However, you must configure these offline sessions before you 
configure the online sessions. To do this, simply go through the appropriate 
display station and printer sections. 
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Display Configuration 


To configure each display station session, you must: 

1. Configure any offline display station session before you configure online 
sessions. Only the last two sessions configured will be online. 

2. Determine the model you have: 

• Model Cl or C2 (color): Configure the 3197 Display Station Model Cl 
or C2 as if it were a 3179 Model 2. 

• Model D1 or D2 (monochrome): Configure the 3197 Display Station 
Model D1 or D2 as if it were a 3180 Model 2. 

3. Determine whether the 3197 Display Station will be a local or a remote 
device. 

4. Using the appropriate parameters specified on the following pages for 
configuring this local or remote display station, complete the 5250 and 3180 
Display Station work sheet for using the CRTDEVD (Create Device 
Description) command in the IBM Svstem/38 Guide to Program Product 
Installation and Device Configuration . GC21-7775. 

5. Enter the CRTDEVD command. Information regarding the parameters you 
need to use for configuring local and remote 3197 Display Stations is found 
later in this chapter. 

For more information on configuring a display station, see the IBM System/38 
Guide to Program Product Installation and Device Configuration. Additional 
information about the parameters for the CRTDEVD command is found in the 
IBM System/38 Control Language Reference Manual. GC21-7731. 
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Configuring a Locally Attached IBM 3197 Display Station 

To configure a 3197 Display Station to a work station controller (WSC) or to a 
work station controller-extended (WSCE), enter the CRTDEVD command with 
the following parameters: 

Required: DEVD, DEVADR, DEVTYPE, MODEL, CTLU, WSCADR, 
WSCKBD 

Recommended: PRINTER or PRTFILE, TEXT 
Optional: ONLINE, PUBAUT 

The following shows the parameters needed to configure a local 3197 Display 
Station Model CL C2, Dl, or D2: 

CRTDEVD 

DEVD (display-station-name) 

DEVADR (000000) 

DEVTYPE (31xx)» 

MODEL (0002) 

CTLU (work-station-controller) 2 
WSCADR (xxyyzz) 

PRINTER (work-station-printer-name) 

WSCKBD (yzzz)- 

TEXT ('sample work station') 


Valid values: 

xx = 79 if your 3197 Display Station is a Model Cl or C2. 
xx = 80 if your 3197 Display Station is a Model Dl or D2. 

Note: The 3197 Model Dl or D2 has 132 column support only when used with a 
work station controller-extended (WSCE). 


2 The 3197 Display Station Model C2 or D2 (IBM Enhanced Keyboard) is only 
supported when attached to a work station controller-extended (WSCE). 

* Valid values: 

y = P if you have a IBM 122/124-key Typewriter Keyboard, 
y = G if you have an Enhanced Keyboard. 

zzz = Use the appropriate keyboard identifier for the 3179 or 3180 Display 
Station and the 122/124-key Typewriter Keyboard or the Enhanced Keyboard. 
You will want to refer to the IBM Svstem/38 CL Reference Manual for 
this information. 
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Configuring a Remotely Attached IBM 3197 Display Station 


To configure a remote display station to a 5294 Model 1 Control Unit, enter the 
CRTDEVD command with the following parameters: 

Required: DEVD, DEVADR, DEVTYPE, MODEL, CTLU 

Recommended: PRINTER or PRTFILE, TEXT 

Optional: ONLINE, PUBAUT 

The following shows the parameters needed to configure a remote 3197 Display 
Station Model Cl, C2, Dl, or D2: 

CRTDEVD 

DEVD (display-station-name) 

DEVADR (xxyyzz) 

DEVTYPE (31 xx) 4 
MODEL (0002) 

CTLU (work-station-controller) 

PRINTER (work-station-printer-name) 

TEXT ('sample work station ) 


Valid values: 

xx = 79 if your 3197 Display Station is a Model Cl or C2. 
xx = 80 if your 3197 Display Station is a Model Dl or D2. 
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Printer Configuration 


\ 



< 


After you have connected your printer, you must do the following to configure 
each logical printer: 

1. Configure any offline printer session before you configure online sessions, 
since only the last two sessions configured will be online. 

2. Configure the printer as either a 4214 Printer Model 2 or a 5256 Printer 
Model 2, depending on the kind of printer you want to emulate. This will 
allow you to select the appropriate character pitch, line pitch, and character 
quality for your printing format. 

3. Determine whether the printer attached to the 3197 Display Station will be a 
local or a remote printer. 

4. Using the appropriate parameters specified on the following pages for 
configuring this local or remote printer, complete the 5250 Work Station 
Printer work sheet for using the CRTDEVD command in the IBM System/38 
Guide to Program Product Installation and Device Configuration . 

5. Enter the CRTDEVD command. Information regarding the parameters you 
need to use for configuring the local and remote printer attached to the 3197 
Display Station is found later in this chapter. 

For more information on configuring a display station, see the IBM Svstem/38 
Guide to Program Product Installation and Device Configuration. Additional 
information about the parameters for the CRTDEVD command is found in the 
IBM System/38 Control Language Reference Manual . 
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Configuring a Locally Attached Printer 


To configure a printer attached to a 3197 Display Station which, in turn, is 
attached to a work station controller (WSC) or to a work station 
controller-extended (WSCE), enter the CRTDEVD command with the following 
parameters: 

Required: DEVD, DEVADR, DEVTYPE, MODEL, CTLU, WSCADR 
Recommended: TEXT, MSGQ 
Optional: ONLINE, PUBAUT 

The following shows the parameters needed to configure a local printer to a 3197 
Display Station: 

CRTDEVD 

DEVD (work-station-printer-name) 

DEVADR (000000) 

DEVTYPE (xxxx) 5 
MODEL (0002) 

CTLU (work-station-controller) 6 
WSCADR (xxyyzz) 

TEXT ('sample work station printer ) 

To send operational messages to a display station from the printer, add: 

MSGQ (work-station-name) 





1 ' 


Valid values: 
xxxx = 4214 or 5256 


6 The 3197 Display Station Model C2 or D2 (Enhanced Keyboard) is only supported 
when attached to a work station controller-extended (WSCE). 
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Configuring a Remotely Attached Printer 


To configure a remotely attached printer to a 3197 Display Station, which in turn, 
is attached to 5294 Model 1 Control Unit, enter the CRTDEVD command with 
the following parameters: 

Required: DEVD, DEVADR, DEVTYPE, MODEL, CTLU 
Recommended: MSGQ, TEXT 
Optional: ONLINE, PUBAUT 

The following shows the parameters needed to configure a remotely attached 
printer to the 3197 Display Station: 

CRTDEVD 

DEVD (work-station-printer-name) 

DEVADR (xxyyzz) 

DEVTYPE (xxxx) 7 
MODEL (0002) 

CTLU (work-station-controller) 

TEXT ('sample work station printer') 

To send operational messages to a display station from the printer, add: 

MSGQ (work-station name) 


Valid values: 
xxxx = 4214 or 5256 
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